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No. 1087, CUTTACK , MONDAY, JUNE 20 , 2016 / JAISTHA 30, 1938 


STATE CO -OPERATIVE ELECTION COMMISSION,ODISHA 

NOTIFICATION 

The 20th June, 2016 
S.R.O.No.219/2016 — Whereas, it is broughtto the notice of this Commission 
by the Election Officer of Nuapada SCS Ltd.and the DCEO , Puri that during the 
conduct of the election of the said Society, while counting of votes discrepancy 
was noticed as regards the number of ballot papers issued and found in the ballot 
box in respect of Constituency No.6 & 7 and as such the result of counting has 
not been announced. 

Therefore, the election in respect of Constituency No. 6 & 7 of Nuapada 
SCS Ltd.,under Krushnaprasad Block is declared void and fresh poll is ordered 
to be conducted for Constituency No. 6 & 7 on 26th June, 2016. Further it is 
ordered that the Election of President shall be taken up after completion of pollof 
the above two Constituencies as per the procedure laid down in the provision of 
law . 


[No.661- SCEC/ Legal-30/2015] 

By order and in the name of 
State Co-operative Election Commission,Odisha 

R.P.DAS 
SECRETARY 
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